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QtmtlCm IN CONNECTION TOTH THE BCII (CSP 3800) 
HEFSSRED TO DIRSCTdB APSA FOB DECISION 


1 - After discussion in Washington, will you consider: 

(a) Peleaee of wiring diagram to England? 

(b) Release of TYPE! Adapter? 

(c) C3? 3800(A) itself? 

2 ~ Answer Q. #10. 

3 * British indicated unofficially that they would like to discuss Icw- 

echelon security equipment. 

Ans. This involves the service “residuals" as well as AES A. 

Should have a firm U.S. position or APSA position. 

How much of the BfcD program to be disclosed? 
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